the #9 phone was paging in, and Mr. Reeseman replied that
it was.  Mr. Toth then proceeded to the #32 phone, picked
it up, and asked him, if it was paging in, and
Mr. Toothman replied that it was not.  Mr. Toth then asked
for a mechanic to take the phone apart to see what was
wrong with it.  Mr. Reeseman then told the mechanic
trainee, Jim Fowley, to take a screwdriver and to proceed
to the #32 phone in response to Mr. Toth's request for a
mechanic.  Mr. Powley left, and Mr. Reeseman "went on
about my business, checking the shearer", and he did not
observe the #32 phone being opened (Tr. 412).

On cross-examination, Mr. Reeseman confirmed that at
the time Mr. Toth made the statement about Mr. Kanosky,
Mr. Ribel and Mr. Toothman were not present.  When asked
whether he was certain that double cutting was discussed
by Mr. Toth at the August 5, meeting, Mr. Reeseman replied
"it's been so long,' I don't really remember" and he
indicated that he was not certain (Tr. 413).  Mr. Reeseman
was asked about his prior testimony during the arbitration
hearing in Mr. Ribel1s case, and in particular his .
testimony that what was discussed at the meeting was "the
firebossing and the gas checks, and this little penny-ante
stuff" (Tr. 415).

Mr. Reeseman confirmed that he did not see Mr. Toth
alone at the #32 phone, and that he was between the #32
and #18 phones when he observed him (Tr. 415).  In
response to further questions concerning the purported
arguments among the men over double cutting, Mr. Reeseman
indicated that the chock setters and shearer operators
"would be the only ones inby the shearers, and the dust at
the time" (Tr.416).  He confirmed that the shift before
-his was a maintenance shift, and that the-'.one after it was
production.  He believed that shift was double cutting,
but he never observed it (Tr. 417.).

Larry Hayes, testified that he has been employed by
the respondent at the mine in question as a longwall
mechanic for approximately seven years.  He was laid off
from March 12 through July 12, 1983, and he confirmed that
he was working on August 5, 1983, when bhe meeting at the
mine was held by Mr. Toth.  Mr. Hayes stated that he
had just returned to work after his lay off.  He recalled
a discussion about Mr. Kanosky refusing to go under bad
top to install a curtain.  Mr. Wells laughed about this,
and this made Mr. Toth angry.  When Mr. Toth asked
Mr. Wells what he was laughing about, Mr. Wells told him
it was none of his business.

Mr. Hayes stated that the subject'of double cutting
was not discussed at the August 5 meeting.  He confirmed Toth asked him whetherns about some coal spillage on                    j
